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CONNutiM i SAL — 

TAB 8 

Number of employees by organisational component losing over 
100 hours annual leave at the elm# of the 1953 leave year. 



dumber of 


Component 

Es toss* 

Hours tost 

DCI 

1 

146 

DD/P 

44 

5,757 

DD/I 

22 

2,793 

DD/S 

23 

2.872 

Total 

90 

11.573 
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